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Date: October 15, 2001 
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FAX: 917-663-5805 

PHONE: 917-663-3635 


Leo Drcyer 

FROM: Pat Tyson/David Smith 


FAX: 816-421-2708 

PHONE: 816-474-6550 


If you do not receive all pages, call: 

Atty/Staff: DLS:amg 
Client/Mattcr: 06611.17812 
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FYI- recent developments regarding OSHA risk assessment, cost-benefit analysis, and 
ASH v. OSHA. 


The information contained in this facsimile is attorney privileged and confidential information intended only for 
the use of the individual or entity named above- if the reader of this message is not the intended recipient, or the 
employee or agent responsible to deliver it to the intended recipient, you arc hereby notified that any 
dissemination, distribution or copying of this communication is strictly prohibited. U you have received this 
communication in error, please immediately notify us by telephone, and return the original message to us at Ihe 
above address via the TJ.S. Pust-.il Service. Anyone so cooperating will be reimbursed for any reasonable expense 
incurred. Thank you. 
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